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£S^ 



-point pen. If attachments are needed, submit four copies. One copy each of the comDlets 
ubmitted with this appeal. *^ 



LAST nAmE, first, MIDDLF INHiai. 



Part A-REASON FOR APPEAL JT /f^/JtXZ 4iC4MM^ rA9^ A£/.^AaA^ /JT Afe^ M^a/^ :?^Ji£// ^^XJfi^dU-Y J 

-^^^^M^A^, x/v^C^^^^^^r" ^f^i^t "^z'-r'^ -f-->e^. -^^ ^^^^^.^^.^ 



^- ^- ^-^ 



SIGNATURE OF REQUKSli 



Part B-RESPONSE 






GENERAL COUNSEL 



FIRST COPY: WASHINGTON FILE COPY CASE NUMBER: tS^^^^^^^A j 

Part C-RECEIPT ~ 

CASE NUMBER: 

Return to: 

LAST NAME, FIRST, MIDDLE INITIAL REG. NO. UNIT INSTITUTION 
SUBJECT: 

I'ATE SIGNATURE OF RECIPIENT OF CENTRAL OFFICE APPEAL BP-231(13) 
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Administrative Remedy No. 4 30534 -Al 
Part B - Response 

This is in response to your Central Office Administrative Remedy 
Appeal in which you complain that toilets in the Special Housing 
Unit (SHU) at USP Lee are not flushed when needed and this 
creates unsanitary conditions. You request inmates be allowed to 
flush their own toilet. 

Our review reveals that SHU staff conduct rounds at USP Lee every 
30 minutes as required by policy. As indicated by the Warden, 
SHU staff will flush the toilet on the inmate's request during 
their rounds. The design of the toilets in SHU are for security 
reasons, therefore the current practice will continue where staff 
flush the toilets during 30 minute rounds. Accordingly, your 
appeal is denied. 



¥ll''^''^ T^fe 



i-v-Skrf^M Watts, Administrator 
"-^ National Inmate AppealsJoSj— ' 



IIS n»nar«^.n,Q<a^.§iI:06-cv-00777-RJL Document 19-12 Filed 06/29/2007 Page 4 of 18 
U.S. Department >^ttfihice Regional Administrative Remedy Appeal 



Federal Bureau ot Prisons 



From . 



"l AST NAM^ 



FIRST MIDRIFIMIIAL 




Part A-REASO\ FOR APPKAL /" ^ Jj^£ ?^ 

,_-A-'/i>' C-^-'^^xi c^-^^^Jl'^ c<y ^^ iOTz ^>'^ -^V f-'JL^-f^^^.'^V'^* 

P^TE ,^^ SIGNATURE OF REQUE STER 

Part B-RESPONSE 



^K^'^ ^ "" REGIONAL DIRECTOR 

If li.bsatishcd wrth this response, you may appeal to the General Counsel Your'appeal must be received in the General Counsers Office within 30 calendar 
day s of the date of this response 

SECOND_COPY_ RETURN TO INMATE CASE NUMBER: 4*'y ' 'A *' 

Part C— RECEIPT 

CASE NUMBER: 

Return to: ' , 

LAST NAME, FIRST, MIDDLE INITIAL REG. NO. UNIT INSTITUTION 

SUBJECT: 
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Regional Administrative Remedy Appeal 
Part B - Response 

Date Filed: November 13, 2006 Remedy ID #430534-Rl 

You appeal the Warden's response to your Request for Administrative 
Remedy. You complain that you are not able to flush your toilets 
in the Special Housing Unit (SHU) . As relief you request to be 
able to flush your own toilet. 

Investigation reveals that all toilets in the Special Housing Unit, 
can be flushed from outside the cell only. The flushing knob was 
placed outside the cell to maintain the orderly running of the 
Special Housing Unit. Staff assigned to the SHU, make rounds every 
3 -minutes, as required by policy. Inmates can also request staff 
not assigned to the SHU, to flush their toilets, during rounds 
through the unit . 

Your appeal of the Warden's response is denied. If you are 
dissatisfied with this response, you may appeal to the General 
Counsel, Federal Bureau of Prisons, 320 First Street, N.W., 
Washington, D.C. 20534. Your appeal must be received in the 
General Counsel's Office within 3 days from the date of this 
response . 



JAN 2 5 2007 



[jiJAPM^ 



-^3^K. M. White 
\ R< 



Regional Director 
Mid-Atlantic Regional Office 
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Institution Response to Administrative Remedy 

United States Penitentiary, Lee County 

Jonesville, Virginia 



Administrative Remedy Number: 430534-F 1 Date Receipted: 1 0/ 1 7/06 

This is in response to Administrative Remedy 430534-Fl , in which you claim it is cruel and unusual 
punishment for inmates not being allowed to flush their own toilet in the Special Housing Unit 
(SHU). You further allege staff are not conducting their 30 minute rounds and not flushing the toilet. 
As relief, you request to be able to flush your toilet. 

A review of your request indicates the change with the toilets was instituted for security reasons. 
This eliminates the possibility of inmates repeatedly flushing the toilets, which causes flooding or 
other problems with the plimibing system. Additionally, the push buttons were moved to the outside 
of the cell to eliminate security issues based on repeated damage to the flushing mechanisms inside 
the cells. The 30 Minute Check log reveals staff are conducting their rounds as describe in policy. 
Upon request firom the irmiate, "staff will flush the toilets during their rounds. 

Your request for relief is denied. If you are dissatisfied with this response, you may appeal to the 
Regional Director, Federal Bureau of Prisons, 10010 Junction Drive, Suite 100-N, Annapolis 
Junction, Maryland 20701 . Your appeal must be received in the Regional Director's Office within 
20 days from the date of this response. 



/O-ZT' ^C 
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e hall-point pen. Ifattachin. 



LAST NAME,T.1RST, MIDDLE INITIAL REG. NO. UNlV' ' INSTITUTION 



.^21M .d£^ 



Part A- INMATE REQUEST f^cfS ^ i/KmX C^rf^^ yt> ^jr /^J? /!fg>u&S 4f'*'/>fe*»*' *</ S^j^ /^'^r Afe? ^^^ 
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"^^^ " SIGNATURe'oF RE<jt?gSTER 



Part B- RESPONSE 



:-:o 



^ -; 



"'^"' WARDEN OR REGIONAL DIRECTOR 

If dissatisfied with this response, you may appeal to the Regional Director. Your appeal mast be received in the Regional Office within 20 calendar days of the date of this response. 
_ SECONDJCOPY: RETURN TO INMATE CASE NUMBER i^ ^lf^^pV- /T/ 

CASE NUMBER: ^SPS-^*-/ -A/ 
Part C- RECEIPT 

LAST NAME, FIRST, MIDDLE INITIAL REG. NO, UNIT INSTITUTION 



DATE 



RECIPIENT'S SIGNATURE (STAFF MEMBER) 



USP LVN 
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Name : . 

Register Number: 

Unit: F/SHU 

Informal Resolution Number: 



INFORMAL RESOLUTION FORM 

This is in response to your Informal Resolution form received 
September 29, 2006, in which you claim is unsanitary for inmates 
not being allowed to flush their toilet in the Special Housing 
Unit (SHU) . Additionally, you claim staff are not making their 
30 rounds in SHU. For relief, you request inmates be allowed to 
flush their own toilet and security rounds be made. 

A review of your request indicates the change with the toilets 
was instituted for security reasons. This eliminates the 
possibility of inmates repeatedly flushing the toilets, which 
causes flooding or other problems with the plumbing system. 
Additionally, the push buttons were moved to the outside of the 
cell to eliminate security issues based on repeated damage to 
the flushing mechanisms inside the cells. The 30 Minute Check 
log reveals staff are conducting their rounds as describe in 
policy. Upon request from the inmate, staff will flush the 
toilets during their rounds . 

Your request for relief is denied. 



Williams, Captain 



Hja^i 
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Informal Resolution Form 

Notice to Inmate: Be advised, before seeking formal review of your concern 
you must try to resolve the issue informall?. Staff are obliqa?ed ?o mIS'. 
good-faith effort to resolve ALL i nmate concerns nrior to ^ssginS th?."fn^" 

INMATE'S NAME: .. , pt^p, ..n . _ 



ISSUED TO INMATE ON: 9-27-2006 Afl-6>^ 



1) Specific Issue: "TTi^ ^ ^ ^ , . ""^H^ ^ 

F/t^^ A/rr^/ ^^^f s ^^rrMra ^.^ A^f ^^r^( -^y^^ ^^^ ^ ^^^^^y . ^.,^^^^.^ 

2) Relief Requested: y^ ^ ^ ^ ^ ,^ . 



'-^1>-CJ^ 



3) Date Received: Cf _ _^ f -n (^ 

4) Responsible Department: ^ ^^, 5) Date Issued: 9.^^ .^^ 

6) Staff Response: 



7) Informally Resolved? Yes / No 

8) Date Received by Counselor: 9) Date BP-229 issued: 

Unit Manager's Signature Date- 

Number : MB6-264 v^..-wg»- /z/fi: 

(generated by each Counselor) 



U.S. Department of Justice 
Federal Bureau of Prisons 



Case 1 :06-cv-00777-RJL Document t9->2 Filed 06/29./2007. Eage JO pf 18, 

Central Office Administrative Remedy Appeal 



pe or use ba«-point pen. If attachments arc needed, si 
nts i|iust be !|(|bmittcd with this appeal. 



• copies. One copy each of the completed BP-DIR-9 and BP-DIR-IO, including ai 



LAiST NAME, FIRST, MIDDLE INITIAL 



UTION / 



Part A-REASON FOR APPEAL T" Vy. «. Apf c -w.| '• «> V»f *«,^ u^:>t.<^ Tl ^ C"c ^ fC' ) 5 M 1 . » o €T . S «.«;, , A^^ 1-% 



^A.^ 



t 



'^ ' "**^ ""^J ' -""SiCNA'TUREOFKEQUESlbR ' 



Part B-RESPONSE 



RECEIVED 

FEB 2 8 Z007 

Administrative Remedy section 
Federal Bureau of Prisons 



GENERAL COUNSEL 



DATE 

FIRST COPY: WASHINGTON FILE COPY S.^^il'li'l^!!' 

PartC-RECEIPT CASE NUMBER: 



4^3/5%^ 



^"'"•■"'^^ LAST NAME, FIRST. MIDDLE INITIAL ^^^^. UNIT INSTITUTION 

SUBJECT: ■ " 



Case 1 :06-cv-00777-RJL Document 1 9-1 2 Filed 06/29/2007 Page 11 of 1 8 



Administrative Remedy No. 431586-Al 
Part B - Response 



This is in response to your Central Office Administrative Remedy 
Appeal in which you complain that it is unsanitary for inmates m 
the Special Housing Unit (SHU) at USP Lee not to be able to flush 
their toilet. As relief, you request inmates be allowed to flush 
their own toilet. 

Our review reveals that SHU staff conduct rounds at USP Lee every 
30 minutes as required by policy. As indicated by the Warden, 
SHU staff will flush the toilet on the inmate's request during 
their rounds. The design of the toilets in SHU are for security 
reasons, therefore the current practice will continue where staff 
flush the toilets during 30 minute rounds. Accordingly, your 
appeal is denied. 




2ijm 




tts. Administrator 
^nmate Appeals TO^ 



U.S. Departmei 

Federal Bureau of Prisons 
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Type or use ball-point pen. If attachments are needed, submit four copies. One copy of the completed BP-229(13) including any attachments must be submitted 
with this appeal. r • 

From: ^ ^ ^. , ^ t-d & ^^ CJ^P 

LAST NAME. HRST. MIDDLE INITIAL Rfcu. i>w. UNIT INSTITUTION 

Part A -REASON FOR APPEAL r a^ Appeal. >vv "^-^ re^c:>.4r-\-^( S-bt T | .uJ^2>i.*. o' f^,, , .^ re-^pcO^'I 



'^««-U.A^. 







SIGNATURE OF REQUESTEk 



Part B- RESPONSE 



RECEIVED 
NOV 2 7 2m 

A Firisons 
iv, .,,. ^jyiooal Counsel 

DATE REGIONAL DIRECTOR 
If dissatisfied with this response, you may appeal to the General Counsel. Your appeal must be received in the General Counsel's Office within 30 calendar 
days of the date of this response. A ^ | C<^ l^ ~ 
ORIGINAL: RETURN TO INMATE CASE NUMBER: — '^ \___ 

Part C - RECEIPT 

CASE NUMBER: 

Return to: 

LAST NAME, HRST, MIDDLE INITIAL REG. NO. UNIT INSTITUTION 

SUBJECT:_ — — — — . — — 

DATE ^TV SIGNATURE, RECIPIENT OF REGIONAL APPEAL 
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Regional Administrative Remedy Appeal 
Part B - Response 

Date Filed: November 27, 2006 Remedy ID #431586-R1 



You appeal the Warden's response to your Request for Administrative 
Remedy. You complain that it is unsanitary for inmates in the 
Special Housing Unit (SHU) not to be able to flush their toilets. 
As relief you requested to be able to flush your own toilet, and be 
granted monetary compensation. 

An investigation revealed that all toilets can be flushed from 
outside the cell only. The flushing knob was placed outside the 
cell to maintain the orderly running of the Special Housing Unit. 
Staff assigned to the SHU, make rounds every 3 -minutes, as 
required by policy. Inmates can also request staff not assigned to 
the SHU, to flush their toilets, as they make rounds. Regarding 
your monetary damages, you may file an administrative tort claim 
under the Federal Tort Claims Act. You may request this form from 
your Unit Team. 

Your appeal of the Warden's response is denied. If you are 
dissatisfied with this response, you may appeal to the General 
Counsel, Federal Bureau of Prisons, 320 First Street, N.W. , 
Washington, D.C. 20534. Your appeal must be received in the 
General Counsel's Office within 30 days from the date of this 
response . 

JAN 2 5 2007 




M. Whitd 
Regional Director 
Mid-Atlantic Regional Office 
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Federal Bureau of Prisons . ^ ^/\/l 

Type or use ball-point pen. If aimchments are needed, submit four copies. Additional instructions on reverse. 

From: i _ _{_ ^^ j^p \_^ ^ c ^ < ■> aT^v 

LAST NAME. FIRST. MIDDLE INITIAL Ke-o. NO. UNIT IN-STITLTI ON ^ 

1, Part A- INMATE REQUESTx^re^p^^si-V-o ^Ur^W^ ©?« ^ill.D^.-V /.O rti^^^t =»tCU.- ^H^ c^v^cr-^^ 

-vi^i ^ . 7 -Trwctlfi,^..^. ^^^VqV^.-.^ '-^ Vw-o o^V Vv^d. £i,« ,0 

r\^C^L^^^---^ <:^O.Vi^^.<, ^«c.D Vat ^^ v.^^^^> -Wte -Vl^ ^ ~ r 'riU \7\' ^ k n 






lo/^ o/ 



oC 



Part B- RESPONSE 



SIGNATURE OF REQUESTER 



WARDEN OR REGIONAL DIRECTOR 

If dissatisfied wUh thU response, you nuty appeal to the Regional Director Your appeal must be received in the Regional Office within 20 calendar days of the date of this respons 
_J>31GISAU RETURN TO ISMATE CASE NUMBER: '/^L'fR'Cr'f/ 

„ ^ CASE NU.MBER: "^^^ISKQ-f^/ 
Part C- RECEIPT "^ '^ ^ 



LAST NAME. FIRST. MIDDLE INITIAL 



Ktu. rvu. UNIT INSTITUTION 

SUBJECT: 



®._ 



RECIPIE.NT'S SIGNATURE (STAFF MEMBERi 
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Institution Response to Administrative Remedy 

United States Penitentiary, Lee County 

Jonesville, Virginia 



Administrative Remedy Number: 43 1 586-Fl Date Receipted: 1 0-26-06 



This is in response to Administrative Remedy 431 586-Fl, in which you claim it is unsanitary for 
inmates in the Special Housing Unit (SHU) to not be able to flush their own toilets. As relief, you 
request to be able to flush your own toilet. 

A review of your request indicates the change with the toilets was instituted for security reasons. 
This eliminates the possibihty of inmates repeatedly flushing the toilets, which causes flooding or 
otherproblems with the plumbing system. Additionally, the push buttons were moved to the outside 
of the cell to eliminate security issues based on repeated damage to the flushing mechanisms inside 
the cells. Staff are making the appropriate rounds in SHU and when requested, the toilets are being 
flushed. 

Your request for relief is denied. If you are dissatisfied with this response, you may appeal to the 
Regional Director, Federal Bureau of Prisons, 10010 Junction Drive, Suite 100-N, Annapolis 
Junction, Maryland 20701 . Your appeal must be received in the Regional Director's Office within 
20 days from the date of this response. 




1^^ 



hijti- 
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Informal Resolution Form 

Notice to Inmate: Be advised, before seeking formal review of your concern, 
you must try to resolve the issue informally. Staff are obligated to make a 
good- faith effort to resolve ALL inmate concerns prior to issuing this form 

aBBaaBaSBBSBBIIBBBBBBBBBaBBBI^^^BaBaBaBBI^B^BBB^ 



INMATE'S NAME: 



NO. 



UNIT: 



ISSUED TO INMATE ON: 9/10/Ofl • 'f/3o/o(t> 

u7> f<,/,( r^t<^^U> r<^\^fi,'aU ■^^>sr^^r^Afg.nxv■4 ,>L^.v^(L-4V.>^v^^^ g)C.uA .A \. ■.^__ 

2) Relief Requested: ^ ^ '~, ' " ^~ 



1^ 



3) Date Received: ///jy^l. 



4) Responsible Department :>'^\^ <^ 



5) Date Issued 



^^ 



6) Staff Response: 



7) Informally Resolved? Yes / No 



/"/('/'c 



8) Date Received by Counselor; 



9) Date BP-229 issued: 



Unit Manager's Sigfii 
Number : ^<^^/V^ 



^- 



(generated by each Counselor) 
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Sworn Affidavit of . - . 

On 9/16/06 I 1 was placed in the Special Housing unit of U.S. P. 

Lee county. While in the SHU I became aware that the toilets would not flush 

from inside the cell, and had to be flushed from outside the cell . As was 

a daily occurance. the entire time of my stay in the SHU . from 9/16/06. to io/-^!^^ 

, staff did not make regular rounds . and the toilets went unflushed for hours 

at a time . 

This often created build up of fecal matter, urine, and toilet paper used to 

wipe the rectal area of it's remaining waste once finished using the restroom. 

Oft-times when staff would finally make the rounds, which was often durring 
feeding times, this waste would have built up as such that it clogged the bowl, 
and would have to be extracted by hand as the officer flushed the toilet from ' 
outside the cell. On 9/28/06, durring feeding time at 12:30pm on range B cell 
#211, (see range video taken on that day.). this infact occurred and I was forced 
to extract the fecal matter and all remains from the bowl in an attempt to 
unclogg the bowl, as officer imm flushed from outside the cell, using my bare hands. 
This was not the first time , as it often was that many times upon having to 
.or experiencing a bowell movement , myself and my cell mate, a 
^^ ^°"^'^ ^« forced hold our bowell movements in an attempt to wait 

for any officer to make rounds, so that one might rid the toilet of exsisting 
urine, fecal matter, ect, and when we could not wait, would have to use the 
toilet on top of the exsisting matter, and pre-exsisting waste . thus leading 
to being splashed on the rectal area by the pre-exsisting waste. 



^(-I^^-CPC, 



Signed and sworn before witness John Burke#l 4836-064, while being housed in 
the Special housing unit of U.S.P Lee County. 



^^^^ Witne 
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Name : .: 

Register Number: 

Unit: I/SHU 

Informal Resolution Number: 



INFORMAL RESOLUTION FORM 



This is in response to your Informal Resolution form received 
September 1, 2006, in which you claim is unsanitary for inmates 
not being allowed to flush their toilet in the Special Housing 
Unit (SHU) . For relief, you request inmates be allowed to flush 
their own toilet. 

A review of your request indicates the change with the toilets 
was instituted for security reasons. This eliminates the 
possibility of inmates repeatedly flushing the toilets, which 
causes flooding or other problems with the plumbing system. 
Additionally, the push buttons were moved to the outside of the 
cell to eliminate security issues based on repeated damage to 
the flushing mechanisms inside the cells. Staff are making the 
appropriate rounds in SHU and when requested, the toilets are 
being flushed. 

Your request for relief is denied. 



C. Williaw^ Captain Date 






